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18 NOV 197? 

MEMORANDUM FOR: Chief^Enpineering Division 


INFO 

FROM 

SUBJECT 

REFERENCE 


Chief, OC-O 

Chief, Operations, OC 


Cn^i^Communi cat ions Engineering 
: Air Condition Study for 

: USB 77-M-129, dated 9 November 1977 


25X1 A 


(U) This office has reviewed the reference memo- 
randum, and it has been decided to make the present 

equipment room available for future operational use. 

* ' 

It is requested that you advise m 
study on an equipment room separate from the main 

* i- 

building. % 
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